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We Present to the Trade 


THE MODENA LINE 


There has always existed a genuine need for 
strap iron fixtures of distinction at moderate 
prices. 


THE MODENA LINE shown in this book rep- 
resents a compact but flexible line of lighting 
equipment which will lend itself harmoniously 
with the average interior decoration. 


THE MODENA LINE is made of strap iron in 
combination with brass trimmings and is finished 


in Olive Green and Gold. 


THE MODENA LINE comes to you completely 


wired and packed one to a carton. 
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No. 11005 


Length 36” Spread 17” 
5 Lights 
Olive Green and Gold finish 
Wired Key Socket 




















No. 11010 


Length 36” Spread 17” 
5 Lights 
Olive Green and Gold finish 


Wired Keyless 
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No. 11003 


Length 36” 
3 Lights 
Olive Green and Gold finish 


Wired Key Socket 


Spread 14” 





























No. LLOI1 


Length 36” Spread 14” 
3 Lights 
Olive Green and Gold finish 


Wired Keyless 

















No. 110054 
Length 16” Spread 17” 
5 Lights 
Olive Green and Gold finish 
Wired Keyless 


No. 11003% 
Length 14” Spread 14” 
3 Lights 
Olive Green and Gold finish 
Wired Keyless 
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No. 11006 
Length 12” Spread 17” 
5 Lights 
Olive Green and Gold finish 


Wired Keyless 





No. 11014 
Length 12” Spread 16” 
5 Lights 
Olive Green and Gold finish 


Wired Keyless 
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No. 11007 


esanvegelm: I Spread 13” 
3 Lights 
Olive Green and Gold finish 
Wired Keyless 





No. 11013 


Length 6” Spread 8” 


| Light 





Olive Green and Gold finish 


Not Wired 


No. 11015 
Length 11” Spread 9” 


1 Light 


Olive Green and Gold finish 


Wired Keyless 























No. 11008 
Back 11” x 414” 
2 Lights 
Olive Green and Gold finish 
Wired Switch 


No. LLOOL 
Back 11” x 4%" 
1 Light 
Olive Green and Gold finish 
Wired Switch 


Spread 6%” 


Extension 434” 























No. 11012 


Length 36” Lantern 9” x 17” 
3 Lights 


Olive Green and Gold finish 


Wired Keyless 





No. 11016 
Length 36” Lantern 7” x 13” 
1 Light 
Olive Green and Gold finish 


Wired Keyless 
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PRICE LIST 


List Prices 





Page 2 No. 11005—5-Lt., wired $16.00 
Page 3 No. 11010—5-Lt., wired 16.00 
Page 4 No. 11003—3-Lt., wired 11.45 
Page 5 No. 11011—3-Lt., wired 11.45 
Page 6 No. 11005%—5-Lt., wired 15.40 
Page 6 No. 1100314—3-Lt., wired 11.00 
Page 7 No. 11006—5-Lt., wired 14.40 
Pacer 7 No. 11014—5-Lt., wired 14.40 
Page 8 No. 11007—3-Lt., wired 9.70 
Page 8 No. 11013—1-Lt., not wired ess 
Page 8 No. 11015—1-Lt., wired 5.00 
Page 9 No. 11008—2-Lt., wired 6.75 
Page 9 No. 11001—1-Lt., wired 5.00 
Page 10 No. 11012—3-Lt., wired 10.70 
Page 10 No. 11016—1-Lt., wired 9.75 


Trade Discount 20% from List Price 


There is a MODENA FIXTURE for every room 


in the home. 














FRECHIE’S Quality [ixtures recommended to 
your prospects mean satisfied customers. In our 
Showrooms we display the largest assortment in 
Philadelphia—lighted up on 1,500 outlets at pop- 
ular prices. 


ARRANG EK to accompany your prospect to our 
Showrooms and assist your customer, in order to 
select the proper fixture to fit the outlet in accord- 
ance with the new code. 
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Notice The Lighting Equipment 
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A Special Service Department has been organ- 
ized to assist you in securing the fixture contract 
on any large jobs that you are wiring. Get in 
touch with us and get full details as to how you 
can increase your fixture business. 

















